
Fig, 6.2, UNIT "B" front panel, readout meter and master potentiometer 



WOOD (all Vz'xVz) 

® 2 OFF sVs" 
® 2 OFF 6V2" 
® 2 OFF 11" 
® 2 OFF 31/4" 
© 2 OFF I63/4" 
© 2 OFF 173/4" 


HARDBOARD PANELS (Ve ) 

2 OFF 12V8"x 7V2' (sides! 
1 OFF IS'X 6" (TOP) 
1 OFF 18"X10V2 (bottom) 
1 OFF 18"X 2V4" (front strip) 


¥ig. 6.3 UNIT "B" box 
constructional details 
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